repos: disable non-free and contrib on all

sudo apt install vrms

run vrms - remove all non-free and contrib firmware

sudo apt install xdg-desktop-portal-gtk gnome-icon-theme gnome-icon-theme-gartoon xfce* xterm xfonts-cyrillic xfonts-traditional xinit xserver-xorg-video-intel xserver-xorg-video-vesa xorg dbus-user-session dbus-x11 libglib2.0-0 libgtk2.0-0 libasound2 pulseaudio pavucontrol 

Libremoon - get from web.archive.org
libremoon will not run without libglib2.0-0 libgtk2.0-0 libasound2 from the apt install command above. Maybe one other lib package also - just read the command line errors when starting Libremoon - it will tell you what you are missing.

Linux-libre - jxself.org instructions
install Linux mx1 5.10.179-gnu1 image and headers
create a new snapshot with mx-snapshot - tell it to use the Linux-libre kernel - make a new live USB with mx-live-usb-maker with the new snapshot. Kernel will not update with the live-kernel-updater

Libreoffice 7.4.5-1
Repos - enable debian backports & mx testing and apt update for Libreoffice:
synaptic - force version install:
libreoffice-writer 4:7.4.5-1~bpo11+1
libreoffice-calc
math
base
draw
impress
libreoffice-gtk3
libreoffice-gnome
Then disable debian backports & mx testing and apt update

